subject to a weekly electrical examination, and he had no
reason to believe that the condition would not have been dis-
covered at the next weekly examination (Tr. 404).

Mr. Shade admitted that he did not check the pre-shift books,
and he had no idea how long the cited conditions existed (Tr. 421)
He admitted that he is not an electrician, and he found no break
in the wire insulation (Tr. 409).

Mandatory safety standard section 75.516, requires that all
-power wires be supported on well-insulated insulators and that
they not contact combustible material, roof, or ribs.  In this
case, it seems clear from the unrebutted testimony of Inspector
Shade that the wires on which the lights in question were strung
were in fact touching wooden cribs, planks, and the roof coal,
all of which is combustible material.  Further, the reck
lights were not hung on insulators, but were merely taped to
a wooden post.  Under the circumstances, I conclude and find
that the petitioner has established a violation, and citation
2102611 IS AFFIRMED.

With regard to citation 2102619, Inspector Shade confirmed
that he issued it after determining that only 2,400 cubic feet
of air per minute was reaching the end of the line curtain
where coal was being mined with a continuous mining machine.
The ventilation plan, exhibit P-8, required that 5,000 cubic
feet of air pe'r minute be maintained (Tr. 443-445) .  The purpose
of the air requirement is to sweep the face of any gases or
dust (Tr. 446).                                                                          .

Mr. Shade stated that when he first arrived on the section,
he and the foreman (Andy Peters) determined that there was
3,600 cubic feet of air at the end of the line curtain.
However, since coal was not being mined at that time, this was
not a violation.  However, Mr. Shade- reminded the foreman that
he had to maintain 5,000 cubic feet of air when mining began,
and the foreman knew this (Tr. 446).  Mr. Shade then left the
area. ^However, when he returned, coal mining had begun, and
he noticed that dust was rolling back over the continuous
miner operator.  Mr. Peters informed him that he had 5,700
cubic feet of air, and Mr. Peters ,then left the area.  Mr. Shade
waited until the operator was finished loading, and after
asking him to back the miner out, Mr. Shade took an air
reading with an anemometer at the end of the line curtain and
found 2,400 cubic feet per minute (Tr. 449).

Mr. Shade stated that after taking his reading, Mr. Peters
repaired the line curtain, but he still got only 3,750 cubic
feet of air.  Mr. Peters then discovered that part of the line

1672d have attracted someone's  attention
